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Month and 
Page No 


Air blast freezing ss Jan 
Air conditioning : 
Clinic .. ae ie monthly 
feature 
Architectural consider- 
ations : Jan 
By computer at Paris- 
Orly Airport April 
Central residential, 
Canadians turning 
towards ee April 
Central plant v modular May 
Domestic, One up on 
the Joneses at Prim- 
rose Hill ms ; Sept 
The modular approach. May 
Trends in sacecucimaian 
for "ys April 
Australians turn ‘to eva- 
porative cooling for 
school buildings... Dec 


Bankruptcy, The risk the 
subcontractor takes 

Beehive Coils _ settles 
down in new factory 

Bennett, R. A.—A double 
celebration : 

Big business behind the 


iron curtain wi 
Blood plasma — 
with LIN. 
Books and publications : 
Administration of VAT 
After sales service 
Basic materials hand- 
ling... 
Bibliography of train- 
ing aids 
Businessmans guide to 
VAT ‘ 
Cold storage yearbook 
Computing air condi- 
tioning loads 
Electrics 72/73 
Enclosed shopping 
centres : <4 
Le Froid : is 
Legal responsibilities 
for safety, health and 
welfare 
Noise control in mecha- 
nical services 
Quick frozen foods 
Recommendations for 
the processing and 
handling of frozen 
foods - 69 
Recommended condi- 
tions for cold storage 
of perishable produce Dec 69 
Refrigeration—a_prac- 
tical manual for 
mechanics .. Aug 48 
Refrigerated storage of 
apples artd pears—a 
practical guide. ne July 68 
Sellingin France “~~ .. Jan 75 
Thermal comfort pe Jan 75 
The commissioning of \_ 
refrigerating systems ~DOec 69 
Wood's practical guide a 
to neise control pe Nov ~~ 105 


BRACA, annual luncheon 
Bread products, freezing 
plant ; 


c 


Canadians turning to- 
wards central residen- 
tialsystems a 
Carbon’ dioxide, food 
freezing with : 
Car evaporators produced 
by vacuum brazing 
process na 
Carrier on the tv studio 
floor - 
Ceiling system for the 
total integration con- 
cept af a 
Cold rooms. Pressure 
changes in 
Cold store, Europe’s first 
fully automated 


Compressors (two-stage), 


and their control 
Computerised freezing 
from Frigoscandia 
Cooling towers, a 
the right one 
Cooling tower noise ‘a 
serious problem’ 
Common Market, see EEC 
Cooling Water Associa- 
tion looks into water 
treatment... or 
Craig-Nicol, Volume the 
answer to that foreign 
competition .. 


Danfoss (London) Ltd. 
New electrics for Pee- 
Wee compressors 
Demonstration refrigera- 

tion unit, A 


EEC, Articles to show 
exactly what EEC mem- 
bership will mean to 
British refrigeration 
and air conditioning 
industry 


Meat freezing to meet 
EEC regulations 
Energy and the utilities 
Environment in — 
The 
Environment control sys- 
tem aids mushroom 
grower ; #5 
Environmental control, 
Thecriteriafor .. 


Evaporative cooling, Aus- 
tralians turn to . . . for 
school buildings 


F 


Food freezing with carbon 
dioxide .. 

Four-day week: Could it 
work in our industry ? .. 

Freeze-drying, is there a 
future for 

‘Fridge woman with a 
suitcase 


G 


Grosvenor House, a new 
air conditioning system 


H 


Hall, J and E—New and 
improved products from 
Part (i) 
Part (ii) 
Part (iii) ; 
Heat reclaim, designing 
for 
HEVAC 72, A preview of 
some of the products 
and equipment, and 
notes on the men in- 
volved in the Hevac 
Exposium 
-exhibition report 
—review of products 
(Parti) 
(Partii) 
Hygiene, quality and re- 
frigeration, Part (i) 
Part (ii) 
HVRA, The research men 
of Bracknell 


India, The state of the 
industry 
Induction units with dam- 
percontrols ; 
Isovel, two years of 
growth ; 
Institute of Refrigeration, 
annual dinner 
-interview with new 
“president Kenneth 
Hales 
Insulated containers, Phy- 
sical characteristics of. . 
Intensive care unit, Pro 
totype from Cryotemp. 
Interclima, a low British 
turnout at show 


Month and 
Page No 


Sept 47 
March 46 
March 103 


March 100 


May 
Sept 
April 


July 





Sees ai? 


a 


I oe 
Rte 
an Sees 


Kenyon puts Pontardawe 
on the map 


L 


Legal: Trade and the law 
An agents authority 
Choosing insurance 
Compulsory purchase 
Debt collecting 
Exercising a lien 
Guarantees 
Starting a business 
Unfair dismissal 
What sort of business ? 

Lennox, USA, Air con- 
ditioning—the modular 

approach 
Architectural considera- 
tions 
A US Schools ‘system 
project and its rele- 
vance in British 
schools part (i) 
part (ii) 
part (iii) 
Central plant v modular 
aircond. : 
Performance standards 
in aircond. “a 
The criteria for environ- 
mental control 
The market in Britain 


Linde—New Linde plant 
has 50,000 unit capa- 
bility 


Meat chilling, why and 
how ? 
Meat display counters, 
The performance of 
Meat (Fancy), Prototype 
development of an im- 
mersion freezer for 
fancy meats in mono- 
propylene glycol 
Meat freezing to meet 
EEC regulations 
Modular water 
system for 
moulds 
ML Industrial Products, A 
wider product range 
opens up new mar- 
kets for ML 


chilling 
plastic 


NEEB, moving ahead 
Noise, Cooling tower, ‘a 
serious problem’ 


Month and 


Page No 
Dec 62 
Oct 89 
Jan 54 
May 94 
Nov 106 
Oct 69 
June 87 
Feb 87 
Sept 102 
March 106 
May 64 
June 57 
July 62 
Aug 61 
Sept 49 
May 70 
May 57 
May 66 
May 71 
Sept 63 
June 39 
Feb 35 
Feb 51 
Nov 76 
Nov 58 
July 55 
Jan 70 
Nov 49 


ce) 


Oil return in low tempera- 
ture refrigeration sys- 
tems 
One up on the Joneses at 
Primrose Hiil 
Out in the field 


P 


Packaged air condition- 
ing, the changing face 
of inthe UK 
Poultry, Developments in 
the chilling of 
Poultry freezing 
Prepared foods, The freez- 
ing of 


Qa 
“Queen Mary,” Total 
energy ac and heating 
forthe 
R 


RA looks to the off-the- 
shelf market for growth 
Refrigerated road trans- 
port—sophistication in 
the design of ; 
Refrigerated transport, a 
talk by K. C. Hales 
Refrigeration, Its vital role 
in the third world and 
the opportunity 
For a Zambian copper 
mine 
With a rural feeling i in 
new shop concept 
For hygiene 
Restoration Refrigeration, 
A look back into history 
Rudnev—an__ Australian 
cold room revolution 
RWMS, Scandinavian 
deal may mark tenth 
anniversary 
R.502,A better heat pump 
refrigerant 


Ss 


Searle air handlers for 
laminar flow clean room 
Secondary refrigerant 
freeze desalination pro- 
cess 
Service hints 


Month and 
Page No 
Dec 47 
Sept 44 
May 76 
July 67 
Sept 72 
Oct 68 
Nov 73 
Dec 44 
April 38 
Aug 36 
Oct 37 
June 76 
July 41 
June 38 
Nov 47 
Nov 103 
Dec 43 
Oct 76 
Aug 43 
Nov 79 
May 77 
May 82 
June 28 
July 45 
Nov 87 
Oct 83 
monthly 


Service is our business 


Service Spotlight (George 
Reed's) 
Refrigeration electrics 
Sealed system elec- 
trics 
Sealed system me- 
chanics 
Thermostatic expan- 
sion valves 
The time switch et 
Stevens and Smith, Cash 
and carry cold rooms by 
Subcontractors, Tax rules 
for 


x 


Taxation, Treat as a man- 
agement problem 
Television centre in a 
mini-district scheme 
Total energy ac and heat- 
ing for the “Queen 
Mary” 


Vv 


Value Added Tax, an ex- 
planation of how it will 
work 


Some popular mis- 
understandings 
Varifix, an essential part 
of Ranco’s marketing 

plan... 
Vehicle refrigeration with 
an expandable am- 
monia system 
Vehicle test room and 
plant by Prestcold 
Vertical Cabinet Co, The 
one-man cabinet show 
Vortex tube refrigeration— 
part (i) 
part (ii) 
part (iii) 
part (iv) 


w 


Water treatment, Cooling 
Water Association looks 
into 


Y 


Yorkshire Cold Stores 


opens new cold store 
and _ food 
factory 


freezing 





Month and 
Page No 
Jan 67 
Feb 72 
June 54 
April 86 
May 72 
Feb 69 
Aug 52 
Oct 75 
April 92 
Nov Wt 
Aug a3 
July 41 
May 85 
June 73 
July 72 
Aug 66 
Dec 72 
Feb 45 
Jan 46 
July 71 
March 94 
May 49 
Jan 69 
July 47 
Aug 49 
April 65 
Dec 33 
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